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Duct velocities, measurement of, 203
Ducts for laboratory hoods, 201
Dust, fume, and mist respirators, 167
Dusts, mixtures with air, 62

Eating in the laboratory, 23
Education on laboratory safety, recom-
mendations for, 15
Electrical equipment, 179

drills, laboratory use of, 181

grounding of, 179

hot plates, 189

in hoods, 205

line cords, 180

modifications to, 184, 185

motors, 181

outlets, 179
design for (Figure), 180

use with flammable liquids, 181
Electrical fires, 174
Electrical heaters, 186
Electrical linemen's gloves, 157
Electrical shock, treatment of, 178
Electronic instruments,  adjustments to,

192,

Elephant trunks, 206
Embryotoxic, definition of, 104
Embryotoxins, 34

Emergencies in confined areas, 172, 208
Emergency alarm systems, 172
Emergency equipment, 162
Emergency procedures, 171
Emergency reporting, 28
Empty cylinders, 79
Energy costs, as factor in ventilation, 12,

193

Environmental hazards, 6
EPA (see U.S. Environmental Protection

Agency)

Epidemiological studies, 16, 247
Epileptic seizure, treatment of, 178
Equipment, electronic

adjustments to, 192

emergency, 162

for measuring ventilating systems, 210

maintenance, 24
Ethanol, 34, 232

Ether, 122 (see also diethylether)
Ethers, peroxide formation in, 63
Ethylene, 119
Ethylene diamine, 117

Ethylene dibrornide, Safety Data Sheet

for, 128

Ethylene oxide, 69
Ethylenimine, 37
Evacuated systems, 86
Evacuation routes, 172
Evaporators, rotary, 185
Exhaust systems, local, 206
Exhaust vents for ventilation system, 194
Experimental animals, 55
Experimental carcinogen, definition of, 94
Explosibility hazards, 57
Explosions,  emergency procedures for,

175
Explosives, 61

disposal of, 233
Exposure, route of, 31
Exposure   limits   (see   Threshold   Limit

Values)
Extinguishers, automatic, 164

fire, 162

Eye contact, as route of exposure, 33
Eye protection, 154
Eyewash fountains, 169

Face shields, 156

Face velocities of laboratory hoods, 195,

203

Facilities, recommendations for, 12
Fainting, treatment of, 178
Faucets for 55-gal drums, 220
Ferrous sulfate, test for cyanide ion, 46
Fiberglass mantles, 190
Fire

classes of, 174

control of, 174

doors for flammable liquid storage
areas, 220

emergency procedures for, 171
Fire blankets, 164
Fire damage, cleanup after, 231
Fire Department, calling for, 175
Fire extinguishers, 162
Fire hoses, 163
Fire-retardant coatings, 228
First aid, 176

diisopropyl fluorophosphate exposure,
42

hydrogen cyanide exposure, 47

hydrogen fluoride exposure, 44
Flame arresters, 227